SECTION 5400 


Insist on the Finest -- They Last Longer 
“There is Nothing Finer Than a DIAMOND” 


Depend On Narrow tapered nose 
These Trade Marks ... ideal for 
of Quality confined places 


3 Sizes 


S54RG - 4 inch 
~§55RG - 5 inch 
S56RG -. 6 inch 


DIAMALLOY 
CUTTING | 
PLIERS 








Diagonal Cutting. Electronically 
hardened cutting edges. S54 size 
A in. S55 size 5 in. S56 size 6 in. 








NN56—NEEDLE NOSE with long 
slender jaws and strong gripping 





MS54—DIAGONAL CUTTER with 


Long Nose with finely serrated Jaws ability. End of jaws diamond scored. : - 
14% in. long. Tips 46”. LN54 size Size 6 in. NN57—7 in. extremely sharp cutting ee 
4 in. LN56 size 6 in. LN57 size 7 in. long for cutting fine wires. Size 4 in. 





LC56—LONG NOSE SPECIAL with 


Long Nose with side cutter. Same as very fine cutter on end of nose for Curved Needle Nose. Same as LN54 
LN54 except has side cutter. in jaw. cutting very fine wire in confined except nose is bent 90°. Ideal for 
SN54 size 4 in. SN56 size 6 in. places. Size 6 in. confined places. CN54 size 4 in. 
SN57 size 7 in. . CN56 size 6 in. 





EC54—TRANSVERSE END CUT- ST55—WIRE STRIPPER with 3 





DN54—FLAT NOSE with smooth TER for cutting close to printed _ holes accurately drilled and counter- 
jaws. Size 4 in. ee boards. Easily resharpened. bored for 18, 20, 22 gauge wire. Size 
ize 4 in, : 5 in, 


SOLD THROUGH LEADING ELECTRICAL SUPPLY WHOLESALERS AND INDUSTRIAL DISTRIBUTORS 


DIAMOND TOOL g/d /O/SCSh00 Cy 


DULUTH - MINNESOTA Established 1908 TORONTO - ONTARIO 





@®U.C.P., Inc. | | The MASTER — 26th Edition ® Page 1269 





